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3,127 (<J) 

FACILITIES. OUTDOOR 


Sec. 3.127 Facilities, outdoor 

{d] Perimatar lanca. On or altar May IT, 2000, all nutdoar housing tacililias (i.a., facilities nal entiraly inddars) must 
te enclosed by a perimeter fence that is ol sulficienl height to keep aairtials arid unauthorized persons outThe fence 
mu^l cpnstnxHad fhaf i1 proleol^ IhiS animal^ in the l^ilify l?y raalriojing animals ^nd anaullwrizad perapna Frpm 
going through it or under it and having contaci ^llh Ihe anirnals In the lacllity, and so that II can fuacl^Dn as a 
secondary containment system lor the animals in the facility. 

parimetdi' lance was lillad in stHiu areas and Ihe ryaila were ejcposed in a coupla of placaa which 
indicates that Ihie Fence is not structurally sound, 

''”""''Tha parimetai' ^hall be atrudurally sound and shall be mainiained in gobd repair so that ii can tuncticin as a 
secondary containment system (m the animals in the facility.The lenee must restricl unauthorized persons and 
animals from going thraugh or under if and having contaol with the animals in the facility. 

”*CoiTocl by April 3- ,2011. 


’'‘“*An exit interview was conduded with the licensee on February 3’2CH 1 . 
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